FOUNDATION CERTIFICATION 
6 SEVENTH STREET, HAMPTON 
OWNER: MARK CRONIN 
SCALE: 1°=20° JULY go, 2002 
STOCKTON SERVICES 
HAMPTON, NH 


ELEVATION OF TOP OF FINAL 
FOOTING — EL 7.6 (NGVD1929) 


